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trict  Meetings.  *J. 
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Automation; 

Economics  of  Centralized  Control  (power 
production  facilities),  bv  G.  F.  Green 
and  T.  D.  Stanley.  ‘Ma78. 

Telecomputing  Equipment  Speeds  Stream 
Flow  Tabulation  at  Edison,  by  W.  A 
Lang.  •M72. 
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Biggest  Budget  Ever  for  Western  Utilities, 
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Cover  Pictures; 

Hawaii's  138-Kv  Line  Over  the  Pali,  Ja. 
John  Bovle.  Copco's  Vice-Pres.  and  Gen. 
Mgr..  M. 

Luau  in  Honolulu.  J. 

Map  Showing  Location  of  BC's  Peace 
River  Power  Developments,  A. 

Model  of  Ben  French  Station  for  Black 
Hills  Power  &  Light  Co.,  F. 

Russia's  Lenin  Volga  Hvdropower  Station. 
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Distribution  &  Transmission; 

All-Aluminum  Experimental  Sub  of 
Southern  California  Edison  Co.,  by  H.  L. 
Rudolph,  *Ja53. 

Competitive  Aluminum  Subs,  by  R.  H.  Va- 
terlaus.  *Ja54. 

Engineers  Test  Distribution  Components 
in  Hawaii,  by  M.  K.  Dean.  *A72. 

Koolau  Transmission  Crossing,  by  C.  Dud¬ 
ley  Pratt  Jr..  *JaS0. 

"L"  Shaped  Sub  Saves  Space  in  Washing¬ 
ton,  •Ja57. 

Loading  Guide  Increases  Regulator  Life 
in  Washington,  by  E.  G.  Peters  and  H.  C. 
Brem.  •A74. 

More  Aluminum  Substations  Foreseen,  by 
C.  E.  Heenan.  •M78. 

Power  Line  to  Arizona's  Grand  Canyon, 
•Ja56. 

The  Kuibyshev-Moscow  500-Kv  Line,  by 
S.  Rokotyan,  *Ma72. 

Time-Delayed  Pickup  at  Calectric.  byL.  J. 
Flanigan.  *A78. 
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Conscientious  and  Fair,  tAl. 

Fireworks  Ahead,  tFl. 
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Mrs.  Moriarty.  tAl. 

Recent  Economic  Growth  —  The  Numbers 
Game  (McGraw-Hill  series).  tJS3. 
Secuel.  tji. 

Sta'lstlcs.  tFI. 

The  Colorado  Storage  Project.  tM. 

The  Philadelphia  Story.  tMal. 

Trained  Manpower  for  the  '60s.  tFl. 
Turbulent  Decade,  tJal. 

Why  Meetings?  tJal. 


Generation  (see  also  "Automation"): 

AEC  Power  Cost  Time  Table.  Ma82. 
College  Lab  Tests  Hydro  Models.  *Ja55. 
15-Year  Power  Resources  Study,  J75. 
Modernization  at  Seattle's  Diablo  Plant, 
by  A.  L.  Gustanoff,  *M70. 

Ocotillo  Power  Plant  Open  House,  •J62. 
Power  From  the  Peace,  by  Jack  D.  Ste¬ 
vens,  •A69. 

Statistical  Review  of  1959.  F5S. 


Letters  to  the  Editor; 

Baggaley,  Walter,  M60. 

Ball.  R.  F.,  A118. 

Goodell.  L.  N..  Ma58 
Hamm.  Don  F.,  MaS8. 

Kramm,  Ernest  G.,  A118. 

Nelson,  Lowell.  Ma58. 

Sorenson.  Ralph  Z.,  M60. 

Watson.  H.  H..  Ma58. 

Lighting : 

Berkley  Co-op  First  "Luminous"  Super¬ 
market.  ‘MBO. 

Fusing  of  Ballasts.  Ma88 
Relighting  of  San  Francisco  Apartment, 
•J66. 

Remodeling  of  Salt  Lake  Distributor  Com¬ 
pany,  •M83. 
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Market  Development; 

Residential  Loadbuilding,  F57. 

The  West  Keeps  Pace  in  Sales,  ‘MaB?. 
Utilities  Ready  1960  Promotions,  *Ja48. 

Meetings  (see  also  "Associations"); 

Calendar  of:  Ja84.  F102.  Ma56.  A29.  M57, 
J57. 

Meter  Tester  Ups  Output  300'c  in  North¬ 
west.  by  Wayfle  J.  Hunter.  ‘M??. 
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Reclamation: 

Copco  Plans  Pumped  Storage,  by  John 
Boyle,  ‘MBS. 


Special  Issues: 

Convention  Report.  J. 

1960  Statistical,  F. 

Streamflow.  Outlook  Poor  for  Western  Sea¬ 
sonal,  by  Homer  J.  Stockwell  and  J.  Alden 
Wilson.  M74. 


Transmission:  See  “Distribution  &  Trans¬ 
mission." 
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Wiring: 

Bus  Grid  Distribution  Links  Campbell 
Chain  Plant,  *Ja58. 

Electrical  Features  of  Candlestick  Park. 
•A84. 

Motors  and  Controls,  by  Tom  Hughes: 

IX — Why  Motor  Branch  Circulta.  Ja60. 

X — How  the  Codes  Apply  to  Them. 
Ma87. 

XI — Precautions  With  Grounded  Sys¬ 
tems,  A81. 

XII — Requirements  of  Starters.  M84. 

N.  M.  Student  Union  "Has  Everything.” 

by  Carl  R,  Albach,  *Ma84. 

Radical  New  Ordinance  in  Salt  Lake,  by 
Laurence  E.  Baty,  A82. 


Authors 


A 

Gustanoff,  A.  L.,  Modernization  at  Seattle's 
Diablo  Plant,  •M70. 

R 

Albach,  Carl  R.,  N.  M.  Student  Union  “Has 
Everything.”  •Ma84. 

Rokotyan,  S..  The  Kuibyshev-Moscow  500- 
Kv  Line,  •Ma72. 

H 

Rudolph,  H.  L.,  All-Aluminum  Experimental 

B 

Heenan,  C.  E.,  More  Aluminum  Substations 
Foreseen,  •M78. 

Sub,  *Ja53. 

Baty,  Laurence  E.,  Radical  New  Ordinance 
in  Salt  Lake,  A82. 

Boyle,  John,  Copco  Plans  Pumped  Storage, 
•M65 

Brem,  H.  C.,  Loading  Guide  Increases  Regu¬ 
lator  Life.  •A74. 

Hughes,  Tom  ( Motors  and  Controls ) : 

IX — Why  Motor  Branch  Circuits,  Ja60. 

X — How  the  Codes  Apply  to  Them, 
Ma87. 

XI — Precautions  With  Grounded  Sys¬ 
tems,  A81. 

XII — Requirements  of  Starters,  M84. 

s 

Stanley,  T.  D.,  Economics  of  Centralized 
Control.  ’MalO. 

Hunter,  Wayne  J.,  Tester  Ups  Output  300%, 
•M77. 

Stevens,  Jack  D.,  Power  From  the  Peace. 
•A69. 

D 

Stockwell,  Homer  J.,  Streamflow  Forecast, 

Dean,  M.  K.,  Test  Distribution  Components. 
*A72. 

L 

M74. 

F 

Lang,  W.  A.,  Telecomputing  Equmment 
Speeds  Stream  Flow  Tabulation  at  Edison. 
•M72. 

V 

Flanigan.  L.  J.,  Time-Delayed  Pickup.  •A78. 

P 

Vaterlaus,  R.  H..  Competitive  Aluminum 
Subs.  •Ja54. 

G 

Peters.  E.  G.,  Loading  Guide  Increases  Reg¬ 
ulator  Life.  •A74, 

w 

Green,  G.  F.,  Economics  of  Centralized  Con¬ 
trol,  •Ma78. 

Pratt  Jr.,  C.  Dudley.  Koolau  Transmission 
Crossing,  *Ja50 

Wilson,  J.  Alden.  Streamflow  Forecast,  M74. 

